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WINDOWS AND SKYLIGHTS
experiment to be only about one-half what it is through a single glazed skylight.
Details of windows for use in ordinary brick and stone walls can be found in books on architectural construction and will not be given here. A few of the best designs available for windows in buildings with corrugated steel, expanded ini'tnl and plaster, and similar walls, have been selected and are given on the following pages,
The different types of windows for buildings covered with corrugated steel siding as used by the American I'Jridgc Company are shown in Figs. 152 to 156 inclusive.
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FIG. 152.  DESIGN i'ou A CONTINUOUS VIXICD SASH WINDOW.ondensation on the inner surface of glass can lie prcvc'iiU'd by double glaxing the windows and skylights. Buildings with double glazing are also very much easier to heat than those with single glazing, the air space between the sheets of glass acting as an almost perfect non-conductor of heat.
